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On the basket itself depends much of the centrifugals strength.
Whenever the materials to be treated permit it, the baskets should
be made of heavy hammered copper and bound by steel bands (as
shown in Fig. 195, in which basket and drum is illustrated). This
absolutely prevents them from bulging when running at a high rate
of speed. In well constructed machines the copper bottoms of the

FIG. 196.   BELT DRIVEN CENTRIFUGAL.
basket are reinforced by stout iron flanges. The perforations are
first punched out, then countersunk by hand, so as to insure a per-
fectly smooth inner surface.
According to the material to be treated, the interior of the centrif-
ugals is made of copper, steel, wrought iron, bronze, or brass.